NSX Series TruLeather Natural - NSX is the ideal saddle for riders who 
demand the most from their gear. 

Maximum support, uncompromising build quality, insane comfort. NSX will mold 
to your unique shape in days or weeks, not years. 

NSX is the only saddle we make that performs equally well on and off road. The 
double laminated full grain leather rounds out the features of this suspended 
leather saddle, designed with a more classic look. 




4130 chromoly rails and a dual laminate design support the full grain leather top. This 
saddle has no break in period. It feels good from day one. The second full laminate helps 
to increase the longevity of the saddle and still provides the right amount of elasticity 
under your sit bones. This is the saddle for riders between 160 and 250 pounds. 




Part of Selle Anatomica's heritage of instantly comfortable leather 




saddles is our pioneering Full Grain Watershed leather Full Grain 
means it is the best. Watershed leather is the gold standard of 
leather saddles for cyclists who want a comfortable ride right out 
of the box. 



The chromium preservative left over from the tanning process acts 
a hydrophobic repellent that also has the added benefit of softening 
the leather allowing it to easily mold to your shape. The raw leather 
on the underside of Watershed saddles is factory treated with Sadd 
Sauce for added protection. Watershed saddles have a matte finish 
compared to the gloss of TruLeather. 




For More Information Please 

Visit 



http://www.selleanatomica.com 



